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ROD END, CORROSION 


RESISTANT 


ACCEPTED VENDORS: 
AURORA BEARING CO. 
901 AUCUTT RD. 
MONTGOMERY, IL 60538 
630.859.2030 
NOTES: 
1. 
MATERIALS: BODY - 17-4 PH STAINLESS STEEL PER AMS 5342, HEAT TREATED. 
BALL - 440C STAINLESS STEEL PER AMS 5630, HEAT TREATED, HARD CHROME PLATED 


BUSHING - 17-4 PH STAINLESS STEEL, HEAT TREATED, PTFE LINED 
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NOTE: 
THIS DRAWING DEFINES THE OVERALL GEOMETRY AND PERFORMANCE SPECIFICATIONS OF THE PART/ASSEMBLY, AND CONSTITUTES THE 
ACCEPTANCE CRITERIA THEREOF. ONLY THE ITEM(S) DESCRIBED IN THIS DOCUMENT PROCURED FROM THE VENDOR AND/OR MANUFACTURER 
LISTED HEREON ARE APPROVED FOR USE. A SUBSTITUE ITEM SHALL NOT BE USED WITHOUT PRIOR APPROVAL. CONFORMATNCE OF HARDWARE TO 
THESE REQUIREMENTS IS ACCEPTABLE IN LIEU OF VENDOR AND/OR MANUFACTURER DOCUMENTATION. 
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